AO  U.  A.  L.  _  _RJL_?__0.  JLJL 
OF  TE7. 

MZD IG AL  OFFICER  OF  I-ERL TIi 

FOR  TET  IRAK  19  47. 


To:  - 

(l)  The  Mayor  and  Corporation  of  3tra tford-on-Avon; 

(@)  Hie  Chairman  and  Members  of  the  Stratfor d-on-i* von 
Ru  ral  Die  tr ic  t  C  ou nc il ; 

(3)  The  Chairman  and  Members  of  the  Ships  ton- on- Stour 
Rural  District  Council; 

(d)  The  Chairman  and' Members  of  the  Ale  ester  Rural 
Dis  tr  ic  t  Council. 


I  beg  to  submit  herewith  my  Annual  Report  for  the 
year  19  47. 


In  accordance  with  Circular  170/47  the  Annual  Report 
is  on  similar  }.inee  to  those  which  have  been  issued 
during  the  war  p  riod,  with  the  addition  that  I  have 
been  asked  to' give  a  survey  of  die  water  supplies  for 
the  di  .  tricts. 


BOROUGH  OP  STRATFORD-UPON-AVON 

Estimated  Population  13, 750. 

LIVE  BIRHiS  Male  Female  To  tal 

Legitimate  132  123  255 

Illegitimate  12  10  22 

Birth,  rate  per  1,000  estimated  population  -  20.1 

STILLBIRTHS  Hale  Female  To  tal . 

Legitimate  1  5  6 

Illegitimate  -  11 

Rate  per  1,000  (live  and  stillbir.he)  -  20.6 

DEATHS  Hal  e  90  Female  102  To  tal 

Death  rate  per  1,000  estimated  population  -  13.9 

DEATHS  FROM  PUERPERAL  CAUSES. 

Puerperal  Sepsis . Nil 

Other  Puerperal  causes . Nil 

DEATH  RATES  OF  INFANTS  UNDER  OFE  TEAR  . 

All  infants  per  1,000  live  births . 36.1 

Deaths  from  Measles  (all  age>s) . Nil 

!l  11  Whoop ing  Gough  (all  ages) . Nil 

"  "  Diarrhoea  (under  2  years) .  3 

"  Cancer  (all  ages) .  19 
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RURAL  DISTRICT  OF  STRATFORD-ON-AVON 
E  ? t ima  ted  Popula  t ion  -  17 , 200 . 
L IVE  B  TREES  Mai  e  F  emal  e 


To  tal 


Legitimate 


170 

10 


150 

10 


Illegitimate 

Birth  rate  per  1,00  0  estimated  population 
3T  ILLBIR  TH  3  Mai  c  F  r  mal  e 


Legi  tim4  tc 
Ill  eg  i  t  ima  tc 


a 

1 


3 

p 


320 

20 

19  .1 
To  tal 
8' 


3 


Birth  jratc  per  1,000  (live  and  stillbirths)  -  20.4 


DBaTlio 


Q 


Male  116 


Female  9  3  Total  209 


Death  rate  per  1,000  estimated  population  -  12.1 

DEATHS  FROM  PUERPERAL  CAUSE 3. 

puerperal  Sepsis . Nil 

Other  Puerperal  causes . Nil 


DEATH  R»TE  OF  INFANTS  UNDER  ONE  TEAR  -  All  infants  per  1,0  00 

1  ivc  bir  the  -  41. 0 


A- 


l 


4 


Deaths  from  Measles  (all  ages) . Nil 


11  W3ao aping  Cough,  (all  ages) . Nil 

Diarrhoea  (under  2  years) .  3 

!l  Cancer  (all  ages) .  27 


RURAL  DISTRICT  037  SH I?  ST  ON- 031- STOUR 


Hat imated  Population  -  7,890 

LIVE  BIRTHS  Hal c  Female  Total 

Legitimate  69  63  132 

Illegitimate  4  5  9 

Birth  rate  per  1,000  estimated  population  -  17.8 

STILLBIRTHS  Mai  e  Female  To tal 

Legitimate  1  -  1 

Illegitimate  -  - 

Rate  per  1,000  (live  and  stillbirths)  -  17.9 

DEATHS  Male  55  Female  48  Total  103 

Death  rate  per  1,0  00  estimated  population  -  13.0 

DEATHS  FROM  PUERPERiL  CRUSES . Nil. 

DEATH  RATE  OF  INPUTS  UNDER  ONE  YEAR  -  All  infants  per  1,000  live 

births  “  28.0 

Deaths  from  Measles  (all  ages) . Nil 

!l  V/ho oping  Cough  (all  ages) . ..Nil 

11  "  Diarrhoea  (under  2  years) .  1 

"  11  Cancer  (all  ages) . .  11 


RURAL  DISTRICT  OF  „  AC ESTER 
Est  ima  te  d  Pap ul a  t i o  n  -  12,  610 


LIVE  BIRTHS  Hal e  Femal  e  To  tal 

Legitimate  100  133  233 

Illegitimate  4  7  11 

Birth  rate  per  1,000  estimated  population  -  11.4 

STILI HIRTHS  Hal  c  F  cmaljg  To  t,al 

Legitimate  2  46 

Illegitimate  -  - 

Rate  per  1,000  (live  and  stillbirths)  -  11.8 

DEATHS  Male  7  3  Female  7  6  To  tal  146 

Death  rate  per  1,000  estimated  population  -  11.5 

DEATHS  FROM  PUERPERAL  CAUSES . Nil. 

DEATH  RiTE  OF  INFANTS  UNDER  ONE  YEA i  -  AH  infants  per  1,000 

live  births  -  36.4. 
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HEi>.  3LE  S  (al  1  ages) . 

v/IiOOP ING  COUGH  (all  ages) 
D IAREHO li  ( unde r  2  y c a r s ) 
CANC  UR  ( al  1  ages) . 


•  o# 


Nil 

1 

Nil 
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NOTIFIABLE  PI 
BOROUGH  OF 


STASES  (AGE  GROUPS 
STPA TFQRB-  ON- AVON  _ 
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TH'J  RURAL  DU  STRICT  OF  ALC3-3T3R 


D  1331,33 

0-1 

1-2 

2-3 

— 

3-4|  4-5 

i 

5- 

10 

10- 

15 

16- 

20 

20- 

35 

t - 

35- 

45 

4o^ 

65 

0  v- 
■  er 
65 

Age 
un¬ 
it' n 

To¬ 

tal 

A  dm. 

to 

Ho  sp. 

D 

i 

e 

d 

Scarlc  t 
Fever 

| 

2 

2 

5 

1 

1 

— 

1 

12 

12 

■./hoop  ing 

C  ou  gh 

3 

*■7 

0 

- 1 

3 

_ 2 

18 

Pneumon  ia 

1 

JL.  „ 

3 

_  1 

—  — 

4 

p 

1— / 

12 

7 

30 

3  I 

D  iph- 
tlicr  ia 

1 

1 

■■  ■  — 

—  .  — 1 

2 

2 

Puc  rpc  ral 
P.vrcxia 

1 

— — — 

1 

^  H 

Fry sincla£ 

1 

. 1__ 

1 

2 

366 

Mcasl  c  s 

2 

28 

.46  j 

48 

jzJ 

L7i : 

13 

3 

1 

1 

Polifc- 

cnc  enhalit 

is  1 

, 

1 

( 

iL 

i 

1 

!  i 

I 

-  - - — 

1 

1 

1 

During  tire  year  24  members  -f  His  11%  cst y’s  Forces  were 
treated  in  the  Isolation  Hospital,  S  tratf  ox  i-on-ii  v.  n. 


Tlic  following  pathological  specimens  were  submitted  for 
exam  ina  t  io n  du  r  ing  tlic  year:" 


Til  r  o  a  t  swab  e  fir  j]  iph  th  c  r  ia  3a  c  11  j  i  -  8  2 

Spu  turn  e  tc .  f o  r  Tu be r cl c  Bac  ii  1  i  ..  52 

Faeces  examination  for  Dysentery  -  2 

Blood  for  17  i  dal s  reaction  -  4 

Chemical  analysis  of  water  -  44 

Bacteriological  an  alysia  of  water  -  14 

Chemical  analysis  of  sewage  effluents-  16 

Cer  e  bro-  sp  inal  fluid  for  meningitis  -  3 


HH1UHI3ATI0U 

AGAET3T 

DIPH 

TH3RIA 

The  number 

of  children  immun  i  s  e  d  du  r 

ing 

19  47  Was 

as  follow; 

Stratford-o  n-  A  von 

Un  d  e  r  5 

5-14 

Total 

Boo  s  ter 

Borough. ......... 

194 

23 

217 

22 

3 1  ra  tf  0  r  d-  on  -  A  v  on 

R.D.C. 

188 

12 

206 

189 

-Sh  ip  s  t  on  -  0  n-  3 1  ou  r 

R.D.C. 

106 

6 

112 

109 

Ale  ester  R.D.C. 

108 

8 

116 

17 

*  •  •> 


Digitized  by  the  Internet  Archive 
in  2018  with  funding  from 
Wellcome  Library 


https://archive.org/details/b30142726 
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Tlie  following 
culosis  and  (2)  death 


taoles  show  (l)  the  incidence  of  Tubc-r- 
fioa  Tuberculosis. 


BOROUGH  OF  S1TA,  ZF  .  RU-Qil-^VQU 
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MiL-gURAlL  DISTRICT  uP  SK  IP  3  TOP -OP-  STOUR. 
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TH3  RURAL  DISTRICT  OP  ALOPSTPR 

PjjA7  CA3D3  DRATH^ 
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CAUSES  OF  DEATH. 


Cerebro  spinal  fever . 

Tuberculosis  (rcsp.) . 

"  ( o  the  r) ....... 

In  flu  cnza . 

Syphilitic  Disease . 

ac.  pol  io-mycl  i  tia  and 

pol  i-GCcephal  iti  s . 

Ac .  Inf. cncc ph . 

C  an  c  c  r  of  bu  c .  ca  v.  an  d 

o  e  . . . . 

Cancer  of  stomach . 

Cancer  of  breast . 

Cancer  of  other  sites . 

Diabo  te  . . 

Intracranial  vascular  lesic 

Heart  disease . 

Other  c  ire.  di  seaees . 

Bronchitis . 

Pneumonia . 

Other  resp.  diseases . 

Ulcer  of  stomach  or  duodenu 

Appcndi tic  is . .  .  .  .  . 

Diarrhoea  (under  two  years) 
Other  digestive  diseases... 

Uephtitis . 

Premature  bir  di . 

Con. mal.  bir  tii  injury . 

8u ic ide . 

R oa  d  t raf  f  ic  ac  c  i  den  t s . 

Other  violent  causes . 

All  o  tiler  causes . 


;3tra  tf  o  rd 
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3tra  tf o  rd 
R.D.C 
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R.D.C. 
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WATER  3UPPLIUG 

BOROUGH  OF  J3TJU  TI^^^  . 

^During  the  year  ended  31st  Marfah  1948  the  water 
supplies  for  domestic  and  industrial  purposes  have  been 
satisfactory  as  regards  both  quality  and  quantity. 

Quarterly  bacteriological  analyses  have  been  made 
Dyju.:  and  these  have  on  all  occasions  indicated  that  title 
water  supply  in  the  Borough  is  of  a  high  standard  of  purity, 
lire  water  is  free  from  any  tendency  to  plumbo- solvent  action 
aiu  the  total  hardness  is  on  the  average  8  parts  per  100,  ooo! 

Uitli  the  exception  of  a  few  isolated  farms  and 
cottages  water  is  laid  on  to  all  dwelling  houses  in  the  Borough, 
liii-  proportion  without  such  direct  supply  is  estimated  to  be 
less  than  1%. 


In  connection  with  post  war  housing  schemes  30  new 
houses  upon  the  various  Corporation  Housing  Estates  were 
c  onnee  tc  a  to  thv.  town  mains.  In  addition  16  houses  erected  by 
private  enterprise  were  similarly  connec  ted. 


Generally. 


The  water  supplies  of  tire  town  arc  pumped  from 
artesian  boreholes  at  four  sites,  viz.,  Warwick  Road,  August 


» 


:i  r 


.8. 

Hill,  Alvcston  Hill  and  Alcc-stcr  Road  rcspeo  tivcly *  In 

addition  a  supplementary  supply  is  available  from  an  upland 
gathering  ground  .an  I  a  storage  reservoir  at  Sn  itterf iel d. 

This  supply  is  drawn  upon  during  period  pf  peak  demand  during 
the  summer  months.  Here  the  method  of  purification  is  by 
prolonged  storage  in  the  reservoir,  which  has  a  capacity  of 
20,000,000  gallons,  followed  by  treatment  through  slow  sand 
filters  and  chlorination  of  the  filtrate. 

Erne  rgcnc y  chi  or  ina  tion ,  ins  ti  tu  ted  d u  r  ing  the 
war  in  connection  with  the  artesian  well  supplies,  has  been 
continued  during  the  past  year. 

Bulk  supplies  are  afforded  to  the  Rural  District 
Council  of  Stratford-on-Avon  for  distribution  in  the  parishes 
of  Clifford  Chambers,  Luddington  and  Bishop  tpn.  A  schc-me  of 
main  laying  and  extension  of  existing  mains  was  carried  out 
by  the  Rural  District  Council  during  the  year,  and  as  a  result 
additional  bulk  supplies  worn  made  available  during  the  year 
for  the  following  parishes  in  the  Rural  District:-  Snitterf ield, 
Bearly,  Pathlow,  Bishop  ton  and  Aide  rain  ste  r.  Bn  is  agreement 
also  provides  for  the  Rural  Dis  trie  t.  Council  of  Stratford-on- 
Avon  to  afford  a  supply  to  an  adjoining  parish  of  Y/ilmcote, 
situate!  in  the  area  of  the  Ale <5 e ter  Rural  District  Council. 

STRaTEO RD- ON- AVON  RURAL  DISTRICT. 

The  f  ol low  ing  par  i she  s  exp e r  i e no c  !  sho r  tag c  of 
wa  ter  du  r  ing  the  year:- 

Aide  rm  ins  ter.  The  yield  of  the  shallow  wells  in  this  parish 
showed  no  improvement  in  the  early  part  of  the  year,  but 
fortunately  the  extension  of  the  main  from  the  Athcr  stone 
R.A.F.  Station  has  now  been  complete!  an!  most  of  the  houses 
in  the  village  have  been  connected  to  this  main,  whilst  others 
arc  being  connected  at  an  early  date. 

Aiming  ton.  It  was  found  necessary  to  augment  the-  local 
supply  by  "drawing  from  the  North  Cotswold  source. 

Loxlcy .  The  normal  supply  for  this  village  is  from  springs, 
but  owing  to  the  drop  in  tac  yield  of  these  it  was  fount 
necessary  t?  resort  to  pumping  water  from  the  emergency  supply 
derive!  from  the  well  adjoining  the  reservoir. 

K in c  ton.  It  was  found  necessary  to  have  recourse  to  the 
water  in  the  borehole  during  the  year,  although  generally  no 
difficulty  was  experience!  in  supplying  the  needs  of  this 
village. 

Bcarlcy.  The  whole  of  tire  supply  fox  this  village  is  now 
being  obtained  from  the  high  level  tank  at  the  R. A. F.  Station 
at  Snitterf  ield,  iuc  to  the  fact  that  the  mains  of  the 
northern  water  scheme  were  unable  to  cope  with  the  demand. 

Long  Mars  ton  an!  Dor  sing  ton.  Some  shortage  was  experience! 
during  the  early  paift"  of"  the  year,  due  to  the  fact  that  the 
supply  which  is  drawn  from  the  live  sham  Rural  source  was 
unable  to  give  sufficient  water  for  the  inhabitants,  an  1  in 
orlcr  to  guard  against  any  further  shortage  these  villages 
have  now  been  connected  to  the  North  Catswold  source,  where 
an  amply  supply  exists. 

Ex  tc  ns  ion  e.  The  whole  of  the  works  in  connection  with  the 
supply  of  parishes  of  Sn  :terficl!,  Billesley  an  1  A1  ".erminsjier 
were  complete!  luring  the  year,  and  large  numbers  of  small 
cottages  have  been  connccte!  to  tires:  new  maijps* 

Q-cn er al .  45$  of  the  houses  in  this  Rural  Distric  t  are 

connccte!  to  a  pipe  supply  or  standpipe. 
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ALOES  LER  RUR, >JL_D IfLTRIC T 

II o  difficulty  was  experienced  in  maintaining  the 
supply  to  the  whole  of  the  area  having  piped  water* 

The  only  trouble  exp er  ie need  was  in  Studley,  where 
the  pressure  varies,  due  to  large  consumption  and  slnal  1  mains, 
but  a  new  main  of  3"  diameter  is  being  laid  by  the  Bast 
Worcestershire  Waterworks  Company  to  the  Stu  ...Icy  boundary, 
where  the  metered  supply  will  be  connected  to  the  existing 
system. 

All  supplies  have  been  analysed  chemically  and 
bac  ter  iologically  each  quarter  and  tie  c  reports  arc  satisfactory. 

The  new  supply  to  v/ilmcotc  was  inaugurated  during 
the  year.  103  properties  out  of  131  now  have  a  piped  supply. 

During  die  year  a  number  of  dairy  farms  were  given 
piped  supplies,  the  number  of  farms  now  having  mains  water 

being  52. 


In  January  the  Ministry  of  Health  hc-ld  a  public 
enquiry  in  respect  of  the  Council’s  application  for  additional 
water  supplies,  larger  mains  and  the  purchase  of  Alcester 
Waterworks  Company’  undertaking,  the  proposal  of  the  Consulting 
Engineers  being  to  carry  a  trunk  main  from  die  East  Vorces  ter- 
shirc  Waterworks  Company’s  system  at  the  Studlcy  boundary  to 
Alcester,  with  a  new  reservoir  in  Cough  ton  Park  and  a  further 
one  in  die  Alne  Hills,  C-rcat  Alne.  'Hi is  would  provide  for 
all  die  northern  part  of  the  area  to  be  supplied  with  Bast 
Worcestershire  Company’s  water.  In  addition  the  supply  for 
the  southern  part  of  the  district  would  be  augmented  by  the 
water  from  die  Co  ventr  y  Anucduc  t  bring  fed  into  die  reservoir 
at  Dunning  ton. 

Tn  ring  the  district  as  a  whole,  90%  now  have  a  piped 
water  supply  available  . 

3H IPGTOJT- Oil:  •3T0TJR  HHhJa  DI'ITHICW_ 

Th r  27  pa r  i sh c d  of  tire  a r  ea  arc  ma  inly  situated  on 
die  lower  Lias  clay  and  the  majority  of  the  villages  arc 
supplied  with  spring  water  issuing  from  cappings  of  inferior 
Oolite  on  the  hills  or  small  superficial  deposits  on  high 
ground  in  die  middle  and  upper  lias.  The  small  township  of 
Ships  ton- on- Stour  and  the  villages  of  Honing  ton,  3  rehester 
and  Will  in  gt  n  obtain  water  from  a  limestone  cap  at  Boring  ton, 
and  are  the  only  parishes  which  use  wat.r  piped  in  from 
outside  the  area. 

Excluding  the  Ships  ton-on -3  tour  system  die  supplies 
are  very  snail  and  incapable  of  serving  the  population 
adequately.  Lie  small  piped  systems  feeding  to  standpipes 
or  public  wells  cannot  be  used  for  full  "va  tex  laid  on  to  the 
house"  schemes  and  the  lack  of  water  for  agriculture  and  dairy 
farming  is  most  pronounced. 

In  drought  periods  tnnry  wells  and  public  supplies  run 
dry  or  yield  low  quantities.  During  the  y.ar  shortages  here 
occurred  as  set  out  hereunder,  .and  details  of  water  analyses 
arc  shown. 

Lie  Council  have  had  the  whole  question  under  review 
for  some  time,  and  the  consulting  engineers  have  advised  on  a 
scheme  to  take  water  from  die.  River  Stour.  Thin  will  provide 
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for  a  full  supply  of  water  to  all  parts  of  the  area  and 
probably  to  parishes  in  adjoining  areas,  both  for  domestic  andi 
agricultural  needs.  The  draft  of  this  scheme  is  now  deposited 
with  die  H'.uistry  of  Health  for  consideration. 

Works  of  imp r oveaen t  have  been  carried  out  during  the 
year  at  Oodiill,  II  lington,  Barmin 'ton  and  Ships  ton.  Ma  in  tenanc  e 

of  the  old  systems  is  heavy  -and  wasteful  and  every  effort  is 
made  to  keep  the  supplies  in  as  satisfactory  condition  as  is 
possible,  but  the  full  needs  of  the  area  cannot  be  met  until  a 
comprehensive  scheme  is  installed. 

Village  details  arc  set  out  hereunder; - 

Burning  ton.  The  water  supply  to  tie  village  failed  during 

the  year  and  a  temporary  pipe  line  was  laid  from  Wellington 
across  the  fields.  T  ■:  upel;/  is  laid  on  to  standpipes  set 
at  suitable  points  in  the  village. 

Brailc s.  The  low  yield  of  the  springs  gave  rise  to  shortage 
and  all  efforts  were  made  to  augment  the  supply.  R  trictions 
were  imposed  and  have  been  ip  force  for  a  considerable  time. 

Honing  ton.  Defects  in  the  old  mains  at  Honington  caused 
certain  properties  to  become  short  of  water .  Repairs  have 
been  carried  out,  and  a  main  extension  on  the  Fell  Mill  Lane 
will  improve  conditions  to  properties  on  the  line. 

Half  o  r  d,  Qxh  il  1 ,  Him  to  o  t  c  an  d  1 11  ic  o  te .  The  consumption  of 

water  has  increased  to  such  an  extent  as  to  render  it  difficult 
to  maintain  full  service.  Mo  further  connections  can  be 
made,  and  the  slightest  leakage  or  additional  seasonal  con¬ 
sumption  results  in  am  empty  reservoir.  Restrictions  on  the 
use  of  water  arc  imposed. 

Urn  in g ton.  The  supply  falls  considerably  during  dry  spells 
and  shortage  is  frequent.  All  available  sources  of  water  in 
or  near  the  village  have  been  tapped  and  no  improvement  in  the 
supply  appears  to  be  possible.  Restrictions  arc  imposed  at 
regular  per  io ds. 

M  cwb  ol  d-  on  -  S  t  ou  r .  The  main  supplies  are  from  private  wells, 

many  of  which  give  out  for  long  periods.  Temporary  tanks 
arc  installed  in  the  village  and  water  is  carted  twice  weekly. 

Trcding  ton.  The  wells  here  arc  inadequate  to  supply  the 
village  and  tanks  arc  installed  and  water  carted  twice  weekly. 

A  scheme  is  under  consideration  to  take  a  supply  of  water  from 
a  private  supply  and  to  pump  it  to  temporary  standpipes  in  the 
village . 

Tysoc.  The  pipe  line  is  insufficient  to  permit  a  full  supply 
of  water*  A  furiher  spring  has  been  taken  over  and  part  of 
the  wa ter  is  being  used  to  au gmc n t  c x i s t in g  su ppl ic s ,  but  un t il 
a  new  main  is  laid  the  full  benefit  of  the  additional  water 
will  not  be  felt.  The  total  yield  of  all  the  springs  is  not 
sufficient  for  the  full  needs  of  die  village. 


Tga  tex  Analy  si 


The  undermentioned  water  sam^Lcs  have  b.cn  taken  during 
the  year.  Where  unsatisfactory  results  arc  reported  the 
supplies  ar  investigated  and  remedial  measures  taken. 

Samples  taken....  10.  Satisfactory,...?.  Uosatisf  ac  toxy.  . . .  3. 

Mo  wells  were  closed  during  the  year 
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T 73  BOROUGH  CF  GTRATFORR- Oh-AVON. 


1.  Inspections  for  purposes  of  provisions  as  to  health 

(including  inspections  made  bp  San i terry  Inspectors)- 

Number  of 

Premises 

IT  o  •  on 

Reg  is  ter 

In  spec  tions 

\7r  i  cten 
ho  t  ic  e  s 

Occupiers 
pro secu  ted 

Fac  to  r  i  e  s  in  wh  ich 
Sections  1,2,  3,4  and  6 
are  to  be  enforced  bp 
Local  Authorities 

25 

6 

3 

N  il 

Factories  not  included 
in  above  in  which  Sect* 

7  is  enforced 

106 

83 

7 

Nil 

0 tirer  Premises  in  which 
Section  7  is  enforced 
( exc  lu  ding  ou  t -  wo  r  k e  r  s 1 
pi  em ises) 

1 

tel 

p 

1 

1 

1 

Nil 

Nil 

To  tal 

132 

89 

Is 

Nil 

2. 


Case 3  in  which  Defects  were  found* 


Number  o 

f  c  r .  s  e  g 

— — - - 

ho .  of 

Par  ticular  s 

Found 

Rome  I ie  1 

Referred 

To  H.M.  Bp  H. II. 

3ns  p  e  c  tor  in sp t r . 

pro se¬ 
en,  tions 

V/an  t  of  c  1  e a nl  in  ess 

2 

2 

Nil 

Nil 

Nil 

0  ve  rc  r  owd.ing 

1 

1 

Nil 

Nil 

Nil 

Unreasonable  t emp e ra tu  re 

Nil 

Nil 

Nil 

Nil 

Nil 

Ina  dc-  qua  t  e  v  e  n  t  il  a  t  i  o  n 

Nil 

Nil 

Nil 

Nil 

Nil 

Ineffective  drainage  of 
floors 

N  il 

.  Nil 

Nil 

Nil 

Nil 

San i tar p  Conveniences:- 
(a)  insufficient 

5 

3. 

'  N  il 

Nil 

Nil 

(b)  Unsuitable  or 
def  ec tive 

2 

n 

.  Nil 

Nil 

Nil 

( c )  ho  t  s epara  tc  for 
s’crxcs 

Nil 

Nil 

Nil 

Nil 

Nil 

Other  offences  aga in g t 
the  Act  (not  including 
offences  relating  to 

Cu  two  rk ) 

Nil 

Nil 

Nil 

Nil 

Nil 

To  tal 

10 

6 

Nil 

Nil 

Nil 

.  t 
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STR^TFORU-OH-aVOH  RURAL  DISTRICT 

1.  Inspections  for  purposes  of  provisions  as  t.  health,  (including 
inspections  made  by  Sanitary  Inspectors. 


Nun b  c  r 

of 

Premises 

Ido.  on 
Regis  ter 

In  epee  t  ions 

¥r  it  ten 
Hot  ecs 

Occupier  s 
pro  sc-cu  ted 

Factories  in  which 
Sections  1,2,3,  4  and  6 
arer  to  be  enforced  by 
Local  Authorities 

16 

16 

2 

Factories  not  included  in 
above  in  which  Section  7 
is  enforced 

31 

14 

3 

0  th c  r  P  r  cq  i s  e  s  in  wh  ich 
Section  7  is  enforced 
(excluding  ou  t-wo  rk c r s ’ 
premise  s) 

17 

6 

2 

To  tal 

64 

36 

7 

2.  Cases  in  which  defects  were  found. 


Ho.  of  cases  - f  which  defects _ H  o .  o  f  eases 


Particulars  Found 

were  foi 
Rene  ■lie  d 

i  nd 

Ref  c: 
To  K.  11. 

In  spe  tr. 

rred 

By  h.:i. 

In  spett. 

in  which 
prosccu  tions 
were  instit- 
u  tc  d. 

Want  of  cleanliness  4 

Overcrowding 

Unr  eae ona  tfl. c  temp . 

Inadequate  ventilation  - 
Ineffective  Ira  inage 
of  floors 

Sanitary  Conveniences: 

(a)  insufficient  4 

(b)  Unsuitable  or 
defective 

(c)  Hot  separate 

for  sexes  2 

Other  offences  against 
the  Act  (not  incldg. 
offences  relating  to 

Ou  two  rk ) 

4 

3 

2 

L,. 

• 

Total  12 

Ha 

N 
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1. 


Inspections  for  purposes  of  pr 
(  i  nc  1  u  ding  in  s  pr  c  t  i  o  n  s  n  a  d c  by 


o visions  as  to  health 
3a  n  i  tary  In  sp cc  to  r  s ) . 


number  on 

Premise  s  Hem  is  ter 

number  of 

Inspcc  ti ;n  s 

Written 
n  1 1  ic  c  s 

Qc  cup  ier s 
prose cu  t^~l 

Fac  to  r  i  c  s  in  wh  ich 

Sections  1,  2,  3,  4 

and  6  are  to  be  enforced 

by  Local  Authorities  3 

7 

Factories  not  included 
in  above  in  which  Section 

7  is  enforced  27 

59 

0  the  r  Pr  cm  is  c  s  in  wh  ich 

Section  7  is  enforced  by 
tii  c  Lo  cal  An  th  3  r  i  ty 
( cxc  lu  d  ing  ju  t~ w  i rk  cr  s ? 
premises) 

To  tal  30 

_ 66 

2.  Cases  in  which  defects  were  found. 


number  of  cases  in  which 
_ defects  were  found 


Found 

_ Par  ticulars _ 

Van t  of  cleanliness 

Overcrowding 

Unreasonable  temperature 

Inadewuatc  ventilation 

Ineffective  drainage 
of  floors 


Sanitary  conveniences: 

(a)  insufficient 

(b)  unsuitable  or 
defective 

(c)  not  separate 
for  sexes 

Other  offences  against 
the  Act  (not  including 
offences  relating  to 
Ou  two  rk  ) _ "" _ 


1 


Up f*  p  r  r  p  1 

Haneuei  |  To  H.H."  !  By  H. 
. _ _ ;  Inspc  tr 


In  spec  tor 


Uuaber  of 
cases  in  which 
pro  secution  s 
were  instituted 


To  tal 


V. 


' 


141 


A  JLG  j 


stt™ 


RUT 


DISTRICT 


In  g;?.-  c  t  ions  for  purposes  of  provisions  as  to  health  (includin 
in  sp cc  t  ion  s  na  Ic  bp  3m  i  tarp  In  <:  c  to  r  s ) 


Number  of 

Premises 

Number  on 

R:gister  I 

nspec  tions 

Ur  i  tten 

No  ticc s 

Occup  icr  s 
pro  eecu  tc  1 

Factories  in  which 

See  tions  1 ,  2,  3,  4  and 
6  arc  to  be  enforced  bp 
Lee al  Au  thoritics 

27 

34 

4 

Factories  not  included' 
in  above  in  which  Sect. 

7  is  enforce! 

3 

12 

1 

Other  Premises  in  which 
Section  7  is  enforced  bp 
th  c  Local  An  the  r  i  tp 
( cxc  1  u  l  ing  o  u  t-w  o  r 3c  c  r  e 5 
p  r  cm  i  s  e  s ) 

1 

2 

1 

To  tal 

.  31 

1  48 

6 

2.  Gases  in  which  Refects  were  fount 


Particulars 


Foun  .1 


V/an  t  of  c  1  canl  in  c  s 

0 verc  row ding 

Unreasonable  temp. 

Inadequate  ventilation 

Ineffective  drainage 
of  floors 

I 

Sanitary  con ven  iencie  s: 

(a)  insufficient! 

(b)  unsuitable  or| 
def cc  tivc 

(c)  Hot  separate  j 
for  sexes 

Other  offences  against 
the  Act  (not  including 
offences  relating  tp 
Ou  twork)  

To  tal 


Nu.  bor  of  oases  in  wh ict 

_ def cc t s  we re  fount 

Rem e d ied  }  Re f e r r c d 


1 

4 

1 


1 

4 


To  II.  Id. 
Insp  tar. 


Bp  Ii  •  H. 

In  so  tr. 


1 

4 


Num  be  r  of 
cases  in 
which  prose¬ 
cutions  were 
in  sti  tute  d 


11  Guild  Street, 
Stratford-on-Avon. 


He  lical  Officer  of  H  alth 
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